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SPARE PARTS 

70MM CONTINUOUS CONTACT PRINTER 




MODEL FK-470 

PARTS 


NON 

QUANTITY 

ITEM 

DESCRIPTION 

PART NO. 

PER ASS 3 Y 

REP 

REP 

PER PRINTER 

l-*Dl 

Bearing, Norma, Hoffman S5RPP 

XD405090 

14 


X 

6 

L"XD2 

Bearing, Norma, Hoffman S3RPP 

XD405091 

8 


X 

4 r 

1^1D30 

Belt, Gilmer 170XL037 

SP-470-001 

4 


X 

4 

'"'XD45 

Buzzer, Enclosed, Line Electric 

Type MC Industrial 12 Volt A.C. 

SP-470-002 

1 


X 

1 

'-''XD6 

Capacitor, Bodine, #Nl898-33R-5 MFD 

2D405078 

2 


X 

1 

L-“^TD37 

Capacitor, Cornell-Dublier 

CH&-3030-11, 3MFD, 330 VAC 

SP ^470-003 

4 


X 

1 

'-<50335 

Circuit Breaker, Magnetic, Heinemann 

8 amp., 115V, #AM-13 

SP-470-004 

2 


X 

1 

Kfi)32 

Counter, Magnetic, Veedor Root, 

#B- 12-506 

SP-470-005 

1 


X 

1 

< 

l -"lDl6 

Disc., Safelight, Wratten 1A, 5 l/2 n 
Dia. 

XD405075 

1 


X 

1 

K1D43 

Fuse, l/2 Amp., Littlefuse 

SP-470-021 

1 


X 

3 

U-XD23 

Lamp, Control Chassis, U.V., EKCo. 

SP- 470-006 

1 


X 

1 

1^)36 

Lamp, Panel, Eyeready #82 

SP- 470-0 07 

2 


X 

5 

24 

Lamp, Printing, Sylvania, 6W-T5, BLB 

SP- 470-008 

1 


X 

6 

KXD29 

Milliameter, D.C. Simpson #1327, 

SP-470-009 

1 


X 

1 
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70MM CONTINUOUS CONTACT PRINTER - MODEL FK-470 

PARTS 

NON 

QUANTITY 

ITEM 

DESCRIPTION 

PART NO. 

PER ISS’Y 

REPo 

REP 0 

PER PRINTER 

lentil 

Motor* Metering* Bodine, B3803-20 
W/Special Shaft by EKCo. 

XD405077 

2 

X 


1 

L- XD40 

Motor* Torque* Takeup, Elinco ALP- 910 

SP- 470 -010 

4 


X 

1 

t-®D46 

Potentiometer* CU1011* Ohmite Type AB 

SP-470-026 

1 


X 

1 t 

1 

UID21 

Regulator* Voltage* Sola 30886 

XD405083 

1 


X 

U-XD26 

Relay* DPDT* 6 VAC Coil* Line Electric 

SP“470~011 

1 


X 

1 

L-33D42 

Relay, 4-PDT* 115VAC, Potter Brumfield 

SP=470=020 

1 


X 

1 

U^D41 

Relay, 5 See* Time Delay, Heinemann 
#ANI-522-XEX 

SP“470-019 

1 


X 

1 

L-XD39 

Roller, Guide, EKCo. 

SP-470-018 

4 


X 

2 

‘•''16)38 

Roller, Pull-out, Printing Drum, EKCo. 

SP-470-012 

1 

X 


1 

HD15 

Roller, Metering, EKCo. 

SP-470-025 

1 

X 


1 

t-®34 

Switch, Interlock, Micro 4AC1 

SP-470-013 

2 


X 

1 < 

U^D33 

Switch, Operate, Micro AN- 3023-2 

SP-470-014 

1 


X 

1 

KXD28 

Switch, N.Co Momentary, Spemco #1141 

SP-470-015 

1 


X 

1 

l -£D44 

Switch, N.0. Momentary, Spemco #1141A 

SP-470-023 

1 


X 

1 

‘''1D27 

Switch, Toggle, 3A Radio Spemco #1121 

SP-470-016 

2 


X 

1 

U"XD31 

Transformer, Variable, Ohmite 

VT-2, 1.5 amp. 

SP-470-017 

4 


X 

2 

^fD20 

Transformer, 10 amp., 115V. PRI., XD405093 1 
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SPARE PARTS 
CLEANING TABLE 





PARTS PER 


NON 

QUANTITY 

ITEM HO. 

DESCRIPTI0H 

PART NO. 

ASS ? Y 

REP 

REPo 

PER TABLE 

*-53)801 

Bearing , Fafnir, S5K 

12-66-325 

8 


X 

4 

HJ)802 

Belting , E*K 0 Co* 

CB-200 

1 


X 

2 

L-33J803 

Bushing, Oilite, #707-2 

Boston Gear 

12-66-706 
or 12-66-288 

6 


X 

6 

04 

Clip, E«K. Co* 

12-66-95 

1 


X 

2 

'-'XD805 

Clip, E*K« Go* 

12-66-96 

1 


X 

2 

Mg)806 

Inserts, Threaded 

Positioning Plate 

CB- 202-2 

8 


X 

4 

‘-'XS807 

Roller, Assembly, E*K* Co* 

12-66-333 

4 


X 

4 

V^ffiSOS 

Roller, Tacky 

12-66-705 

2 


X 

2 

i-3ffi809 

Screw, E.K* Co* 

12-66-717 

1 


X 

2 

UJ®8 10 

Screw, l/4 turn, tacky 

Roller Bracket 

12-66-703 

2 


X 

2 

'--5D811 

Screw, Thumb, Positioning 

Plate 

OB-203 

4 


X 

4 

U3D812 

Spring, E*K* Co. 

12-66-415 

1 


X 

2 

l^SD813 

Switch, Power Takk 

Motor, Hubbell #8801 

CB-205 

3 


X 

1 

L/SD814 

Transformer, Powers tat 

Type 20 

12-66-431 

1 


X 

1 
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SPARE PARTS (CONT'D.) 
20 X PRECISION ENLARGER 


ITEM NQ 0 

DESCRIPTION 

PART NO. 

PARTS 

PER ASS a Y 

REF 

NON 

REP 

QUANTITY 

PER ENLARGER 

XD707 

Lens, Pressure, Assembly 

JP- 1070= 288 

1 


X 

1 

XD714 

Towel, Lens, Lintless 




X 

1 

XD711 

Tubing, Tygon, Clear l/4” I*Do, 

1/2" O.D. 

JP-1070-485 

2 


X 

2 r 

XD709 

Valve, Air Solenoid, 

SS, Skinner #V5D6600 

JP- 1070=482 

1 

X 


1 

XD710 

Valve, Liquid Solenoid, 

SS, Skinner #V5D6260 

JP-1070-458 

1 

X 


1 

XD708 

Voltage Supply, DC, 

Warner Brake 

JP-1070-502 

1 


X 

1 


( 
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SPARE PARTS 

20X PRECISION ENLARGER 


ITEM 

DESCRIPTION 

PART NO. 

PARTS 

PER ASS 8 I 

REP 

NON 

REP 

QUANTITY 

PER ENLARGER 

XD70X 

Brake, Warner Electric, Model 

RF250, .375“. 001 DIa. Bore, 

90 VDC 

JB- 1070= 306 

1 

X 


1 

XD702 

Clutch, Disc, Friction Felt 

814146 

4 


X 

4 t 

XD712 

Filter, Cartridge, Fulflo 

23R105 

1 


X 

2 

XD715 

Filter, K2, Series 6 


1 


X 

1 

XD713 

Fuse, Main, Buss Fusetron 
#FNM 6.25 Amp. 


1 


X 

1 

XD703 

Gasket, Cork, Gelatin 

Impregnated 

JP- 1070= 18 

2 


X 

2 

XD520 

Gasket, Fulflo Filter, 

Cover Nut 

32014 

1 


X 

2 

XD521 

Gasket, Fulflo Filter, 

Vent Screw 

32015 

1 


X 

2 

( 

XD562 

Gasket, Fulflo Filter, 

Shell 

31250 

1 


X 

2 

XD704 

Glass, Heat Absorbing 

JP- 1070=202 

1 


X 

1 

XD705 

Glass, Negative Tray 

JB-1070-15 

1 


X 

1 

XD706 

Lamp, Projection, GE, 100W, 

PH-100, T8SC, (E.K. Selected) 

JP-1070-501 

1 


X 

2 
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SPECIAL TOOL LIST 

2o i enlarger 


1 

each 

XD 716 «« Spanner Wksnsh 

l 

eadh 

XD 7X9 « Allen vfranch Extension 

2 

each 

Allen Wrenshss 
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SPAKE PARTS LIST - CONT»D* 
FILM CLEANER - WAXER 





PARTS 


NON 


ITEM 

DESCRIPTION 

PART NO. 

PER ASS f Y 

REP 

REP 

QUANTITY 

UXD662 

Motor, Right Angle, Worm Drive, 

Bodine Type NCI-12-RG 

JB-303-812 

2 

X 


1 

UXD663 

Motor, Torque, Elinco G-796 

JB- 303-813 

1 


X 

1 

L-1D671 

Relay, Potter Brumfield, Type 

MRIIA, 8 amp, , 115 VAC 

JB- 303- 821 

1 


X 

1 

*"10)668 

Switch, Micro, BZ-2R. 

JB- 303-818 

2 


X 

1 

669 

Switch, Motor Starting, Manual, GE, 
CR101I, 1 Pole open, 1 HP, 115/230V, 
60-25 Cycle, 1 Phase 

JB- 303-819 

1 


X 

1 

*"11)670 

Switch Heater, GE, Cat. CR101 

GR 123 5.29 amp. 

JB- 303-820 

1 


X 

1 

U-XD666 

Transformer, Variable, 1.5A, 120V, 

60 Cycle, Ohmite Model VT2 

JB-303-816 

1 


X 

1 
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SPARE PARTS LIST 

FILM CLEANER-WAXER 

MODEL JB-CW-1 

PARTS 


NON 


ITEM 

DESCRIPTION 

PART NO. 

PER ASS 

REP 

REP 

.QUANTITY 

t "XD651 

Bearing * New Departure , 77-R-6 

JB= 303-801 

24 


X 

6 

L-5D652 

Bearing, New Departure, 77-R-10 

JB~303=802 

1 


X 

1 

t"OT653 

Bearing , New Departure , 77-R-12 

JB-303-803 

5 


X 

2 

£-XD655 

Belt, Timing ? Gilmer , 200XL037 

JB=303=805 

2 


X 

1 

<-^D667 

Belt, Timing, Gilmer 9430 l/2 P5D1 

JB-303-817 

1 


X 

1 

HD657 

Blower, Shaded Pole, 110-120 Volts, 
60 Cycle, 140 CFM at 0, Fasco 

507 52- IN 

JB-303-807 

1 


X 

1 

t--SE)658 

Buffer, Applicator, White Nylon 
Plush, Tube 

JB- 303- 808 

2 


X 

100 

U X D659 

Capacitor, Bodine N-X897 

JB- 303-809 

2 


X 

1 

*-®D37 

Capacitor, 3MFD, 330 VAC, 
Cornell-Dubilier, CMA-3030-11 

JB-303-810 

1 


X 

1 

*"■15661 

Filter 12* x 12 n x 6” deep, 

125 CFM, 12 to .25 TO, Aerosolve 

85 Model 3C3-85 

JB-30 3-811 

2 


X 

2 
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